New York Cubans 7 p 


Lineup and Batting order: 


Name Pos. Uniform Number 
Fernando Diaz, 2b 9 
David Thomas, lb 11 
Cleveland Clark, of 2 
Tom Parker, rf 19 
Rogelio Einares, lf T 
Ramon Heredia, 3b 20 
Horacio Martines, ss 18 
Javier Perez, utility 
611 B Garrido, 2b 
Louis Lauden, e 
Sam Noble, e 
Ameal Brooks, # c 
Dave Barnhill, p 
Barney Morris, p 
Carranza Howard, p 
Patrioio Scantlebury, 

Victor Greenidge, p 
Bill Anderson, p 
Louis Tiant, p 
Martin Dihigo, p-rf, 
Joge Fernandez, Mgr., 


